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Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Captain Waldie J.W 
Chief Eng Officer Griggs M.R 





Chief Officer Duffield D.R 2nd Eng Officer Moorhouse F 
2nd Officer Slade C.J 3rd Eng Officer Pawson B.S 
3rd Officer Feast A 4th Eng Officer Johnson H.C 
Deck Cadet Hillier C Engineer Cadet Adams T.B 
Deck Cadet Bleasby S.C Engineer Cadet Walker F 

Radio Officer Foley B.J Electrical Officer Stamper A.D 

Purser Kays W.H 
C.P.0 HonC.M 
Cook Fuk L.W 


Leading Steward Shing L.P 





Cambridgeshire 


Bulk Carrier - 71,600 d.w.t. 
(ex Mersey Bridge) 


Captain Gowsell K 
Chief Eng Officer Fawcus F 





Chief Officer Young K.N 2nd Eng Officer Turner W.G 
2nd Officer Corlett R.M 3rd Eng Officer Keenan K.M 
3rd Officer Burslem D.L 4th Eng Officer Jones R.C 

Radio Officer Wade C Jnr Eng Officer Whitten S.J 

Purser Kennedy J.R Engineer Cadet Fisher D.P 
Electrical Officer Stobbart D 
C.P.0 Aich A.K 


Cook Costa N.D 
Storekeeper Rahman M 





Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Marsh D.G 
Chief Eng Officer Collins R.H 


2nd Eng Officer Wright R.A 
3rd Eng Officer Willoughby B 
4th Eng Officer Twemlow A.J 
Engineer Cadet Fawcett C.T 
Engineer Cadet Webster |.G 
Electrical Officer Wignall |.F 





Chief Officer Addinall J 
2nd Officer Set A 
3rd Officer Hughes S.P.M 
Deck Cadet Hook J.P 
Deck Cadet Perry D 
Radio Officer Connolly D 
Purser Whitefoot-Greenland T. 
C.P.0 Ping W 
Cook Wong M 
Leading Steward Duen C.K 


Dart Atlantic 
Container - 28,488 d.w.t. 


Captain Thomas C.O 
Chief Eng Officer Kelly P.A 


2nd Eng Officer Bell R.C 
3rd Eng Officer Lambert P.W 
Ext 3rd Eng Officer Edmunds A.N 





Chief Officer Holcombe B 
2nd Officer Gaukrodger C.S 
3rd Officer Kitchen S.J 


Radio Officer 
Purser 


Ferry W.J 
Brain J.A 


4th Eng Officer 


Ext 4th Eng Officer 


Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Graham K 
Wilding K.E 
King P.D 
English J.A 
Rogers D 


Bosun Garland M. 
Cook TineyS 
Leading Steward Curtis A 


Chief Officer McClure S.A 
1st Officer Farquhar D.C.S 
2nd Officer Brocklesby M.S 


3rd Officer Hind S 


Radio Officer Cunnison A.J 


Purser ReedA 


1st Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Underhill G.V 


2nd Eng Officer 
3rd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 


C.P.0 PyperG.A 
Cook Jones C.J 





Devonshire II 


Gas Carrier - 52,647 cubic metres 


Singh D 
Ashcroft M.E 
Mallett J.W 
Hunt N.P 
Fanciulli M.J 
Harding J.E 
Blackhurst D 


C.P.0 Hale D.J 
Cook Devine D 


Chief Eng Officer Godfrey A.P 





Lamont J.D 
Holt D 

Good N.P.D 
Bell H.G 
Ford M.F 
Condick R.C 
Ford S.J.F 
Taylor | 
Hallam D 


Captain Gibson S.H 


2nd Eng Officer 
Cargo Engineer 
3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 





Chief Eng Officer Smith M.D 





Burke C 

Slater M 
McDonald B.J 
Garbutt W.W 
Dixon P.E 
Thompson D.G 
Macfarlane D.P.C 
Duncan I.A 
McGarrigle K.J 


Dorsetshire 


Bulk Carrier - 79,513 d.w.t. 
(ex Atlantic Bridge) 


Captain Boyle P 
Chief Eng Officer Green H 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
Ext Chief Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Marshall N.S 2nd Eng Officer Jones F.J 
Burnett A.D 3rd Eng Officer Britton M.A 
McGrath D.M.E 4th Eng Officer Hunt W.L 
Macnicol D.H Jnr Eng Officer Williamson E.F 
Wilkinson J.M Jnr Eng Officer Hyde P.J 

Fell A.E Electrical Officer Hall J.L 
Kimberley D 


C.P.0 Dutta A.K 
Cook Gomes L.D 


Hampshire 
Gas Carrier - 52,647 cubic metres 


Captain Nisbet M.R 
Chief Eng Officer Clark |! 


Jeffrey R.C 2nd Eng Officer Howarth P 
Johnson N.F Cargo Engineer Edgington J.S 
Greenall C.E 3rd Eng Officer O'Donnell T.P 
Cieslik N.P 4th Eng Officer Ridyard D.M 
Wood R.A Jnr Eng Officer Meyer A.P 
Glover G.F Jnr Eng Officer Lambton C 
Mackenzie A Jnr Eng Officer Fenton A.S 


Electrical Officer Brown G 
C.P.0 Horabin D.K 
Cook Traynor F 


Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Weir R 
Chief Eng Officer Ford A.J.K 





1st Officer Lowe J.H 2nd Eng Officer Pickup R.W 
2nd Officer Harvey S 3rd Eng Officer Cretney A 
3rd Officer Cooke R.F 4th Eng Officer Hulley P.G 
Deck Cadet Greaves A.S Jnr Eng Officer Mullarkey J.M 
Deck Cadet Molloy J.M Engineer Cadet Watson R.M 
Radio Officer Lynn L.T Engineer Cadet Murray J.R 
Purser Barraclough J Electrical Officer Blow P 


C.P.0 Burman K.P 
Storekeeper Rouf A 





Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Clayton D.R 
Chief Eng Officer Rowe A 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Moore A.M 2nd Eng Officer 
Brough R.W.A 3rd Eng Officer 
Raymond W.D 4th Eng Officer 
Claughton N Jnr Eng Officer 
Chapman J.K Electrical Officer 
Hume M.S 

Palethorpe J.G 

Balmer T.H 


C.P.0 Dewan D.K 
Cook Ghafoor A 
Storekeeper Hossain M 





Ratcliffe R 
Pritchard S.L 
Spivey S.J 
Salusbury D.V 
Kelly L.J 


Lincolnshire 


Gas Carrier - 31,296 cubic metres 


Captain Creamer D.J 


Chief Eng Officer Twamley D.G 





Chief Officer Baker A.R 2nd Eng Officer Packer C.R 
1st Officer Avenall D Cargo Engineer Patterson F.H 
2nd Officer Taylor R.W 3rd Eng Officer Stanton T.H 
Ext 2nd Officer Gillett R.B 4th Eng Officer Hulme K 
3rd Officer Box D.G Jnr Eng Officer Williams N.H 
Radio Officer Valentine G.K Engineer Cadet Rowse D.F 


Purser Hamer E Engineer Cadet Mackie A.J 
Electrical Officer Parkin N.J 
C.P.0 Hughes K 


Cook MacConnell T 


Northamptonshire 
Geared bulk Carrier - 38,457 d.w.t. 


Captain Taylor J.R 
Chief Eng Officer Yates D.C 


2nd Eng Officer Hartley M.R.W 
3rd Eng Officer Taylor R.B 
4th Eng Officer McCormack J 
Jnr Eng Officer Grundy R.E 
Engineer Cadet Crelin M.V 
Electrical Officer Smith-Jaynes K 
C.P.0 PoW.L 
Cook KimL 





Chief Officer Maxwell A.G 
2nd Officer Clark C.N 
3rd Officer Smith A.G 
Deck Cadet Malpass A.J 

Radio Officer Barling G 

Purser Oates J.W 





Staffordshire IV 


Gas Carrier - 75,970 cubic metres 


Captain Middleton R.C 
Chief Eng Officer Hesketh C.S 


Chief Officer Martin F.R.F 
2nd Officer Nield R.T 
3rd Officer Murtagh S.K 
Deck Cadet Haley G.S 
Radio Officer Stanway P 
Purser Maskell T 


2nd Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
4th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Electrical Officer 
Trainee Elect Officer 
C.P.0 Morrison R 
Cook Frapwell K.G.A 





Warwickshire 
General Cargo - 15,924 d.w.t. 





Lindsay W.P 
Miliken-Brown W 
O'Brien T.H 
Billinge D 

Moran M.J 
McGarrity S.G 
Pegler |.F 

Dunn R.B 

Lee N.T 


Captain Lightfoot A.F 





Chief Officer Allison J.K 2nd Eng Officer Bullen M.C 
2nd Officer Kumar D 2nd Eng Officer McCarthy J.S 
3rd Officer Morgan D.C 3rd Eng Officer Hughes J.H 
Deck Cadet Kelly P 4th Eng Officer Emmins C 
Deck Cadet Cross W.M Jnr Eng Officer Latham C 
Deck Cadet Beale J.H Electrical Officer Campbell N.C 

Radio Officer Breivik P.R 

Purser Traynor J.A 


C.P.0 Mukherjee K.R 
Cook Khalil M 


Storekeeper Biswas J.B 





Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain McWilliam J.M 
Chief Eng Officer Mullaly A.E 








Chief Officer Court R.J 2nd Eng Officer Suddick A.C 
2nd Officer King B.J Deck Eng Officer Robinson A.J 
3rd Officer Head G.R 3rd Eng Officer Ramsey A.V 

Radio Officer Howard P.R 4th Eng Officer Charlton T 

Purser Willis F.J Jnr Eng Officer Davis P.E 
Electrical Officer Boughton R 
C.P.0 Dick J.C 
Yorkshire IV 


Oil Tanker - 110,964 d.w.t. 


Captain Gavin J.S 
Chief Eng Officer Hutton R.A 





Chief Officer Gott R.W 2nd Eng Officer Hartharn P.J 
2nd Officer Jenkinson D 3rd Eng Officer Smith J.M 
3rd Officer Attard Montalto L.P Ext 3rd Eng Officer Coltman L.T.M 
Deck Cadet Campbell S.A 4th Eng Officer Lilley R 
Deck Cadet Hart M.H Jnr Eng Officer Duffy A.Q 
Radio Officer Simpson G.J Jnr Eng Officer Killen J.C.J 


Electrical Officer Meacock R.N 
C.P.0 Yuk W.W 
Cook LunT.S 
Leading Steward Wa Y.C 





